
REFERENCE 23 MAY MEMORANDUM FOR, DNRO > 

DNRO APPROVES YO UR PROCEEDING WITH PROPOSED MODIFICATION AND TEST 
OF CORONA CAMERA NO* 51 . HOWEVER, THIS APPROVAL DOES NOT CHANGE 
ACTIONS HE HAS PREVIOUSLY REQUESTED IN CONNECTION WITH THE OBJECTIVE 
OF THIS MODIFICATION AND TEST* FY63 FUNDS IN THE AMOUNT OF 
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